Deposition - R. J. JIMISON, March 21, J-96U, 6 H 125-8. 

Questioning by Specter. 

Jiraison is a Parkland Hospital Orderly. He helped transfer Connally 
from the stretcher to the operating table, and he put the stretcher on the ele- 
vator. He said there was nothing unusual on the stretcher. No bullet. He also 
had been rehearsed. 





